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ALBERGER, L. R., A self-cooling condenser: 

AupricH, W. §., disc., friction of screws, 107; generation and transmis- 
sion of water power, 55; proportions of high-speed engines, 130; 
tests De Laval steam turbine, 89 ; water power of Caratunk Falls 

Alum in oil filtration 

Anvil-weight for drop-press 

Appendix to Vol. XVII., Proceedings Fifth International Conference on 

. Methods of Testing Materials 

Automatic mechanical stokers, exp. with. 


Baker, C. W., disc., retarders in fire tubes of steam boilers. 

Banga, H. A., disc., oil extraction 

Bakr, JOHN H., The proportions of high-speed engines, 117; disc., tests of 
steam boilers with different kinds of coal 

Barrvs, G. H., disc., efficiency of a steam boiler, 656; new form of steam 
calorimeter, 614 ; retarders in fire tubes of steam boilers 

BENJAMIN, C. H., disc., method of determining strength of pump cylinders. 

Briuines, C. E., Salutatory,6; The modern drop-press, 31; disc., coal or oil 
as fuel, 317; forge-shop design . . 

BissELL, G. W., Recording device for testing machines, 76; disc., material for 
filtering oil . 

Bioop, J. B., dise., classification catalogue for an engineering library, 489 ; 
structural steel fly-wheels 

Blower capacities 

Blowers, experiments with 

Bonner, W. T., disc., oil extraction 

Boyer, F.-H., disc., oil extraction, 309 ; throttling calorimeter 

Bryan, W. H., The western river steamboat, 386; disc., determining moisture 
in coal, 602; efficiency of a steam boiler, 645; exp. with automatic 
mechanical stokers, 590 ; new form of steam calorimeter, 617 ; retarders 

-in fire tubes of steam boilers, 468 ; self-cooling condenser 


Calorimeter, experiments with, 151, 175 ; new form of 

CARPENTER, R. C., Effect of temperature on strength of wrought iron and 
steel, 198; New form of steam calorimeter, 608 ; disc., comparative tests 
of steam boilers, 276; proportions of high-speed engines, 131 ; relia- 
bility of throttling calorimeters, 193 ; throttling calorimeter, exp. with 

Cary, A. A., disc., determining moisture in coal, 605; efficiency of a steam 
boiler, 662 ; exp. with automatic mechanical strokers, 591; tests of 
steam boilers with different kinds of coal 
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Cast iron, transverse strength of 

Catalogue system for engineering library.... .. ....... 

CAWLEY, FRANK, memorial notice of 

CHAMBERLAIN, P. M., Some data relating to forge-shop design, 219 ; disc., 
classification catalogue for an engineering library 

CuiaRK, D. K., memorial notice of.. 

Classification and catalogue system for an engineering library, F. R. HurTTon 

Coal or oil as fuel 

Comparative tests of steam boilers with different kinds of coal, C. E. EMmry. 

Condenser, a self-cooling 
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Effect of retarders in fire tubes of steam boilers, J. M. WuitrHam, 450; 
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Eaperimental method of determining the effective centre of the light emitted 
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GaInEs, F, F., Proportions of high-speed engines ......... peeeewsebesoee 

Generation and transmission of water power................ 
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GOUBERT, A. A., Some experiments with the throttling calorimeter 

GREEN, 8. M., disc., forge-shop design 

GRIFFIN, CHAS, L., disc., friction of screws............. 

Grimm, P. H., disc.. oil extraction..... 
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HAtt, A. F., disc., long pipe-connections for indicators............. 

HENDERSON, G. R., Spring tables 
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ure in coal, 604; effect of temperature on wrought iron and steel, 206 ; 
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HERR, E. M., disc., retarders in fire tubes of steam boilers 

HIBBARD, H. W., disc., effect of temperature on wrought iron and steel... 
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WM., disc., coal or oil as fuel.............. . as 

HorrMaN, Jas. D., A hydraulic dynamometer ........... 

Hollow steel forgings, H. F. J. PORTER 

- Hotitoway, J. F., presents congratulations to McGill University, 333 ; disc., 

' death of E. F. C. Davis, 3; drop-press, 38; friction of screws, 109; 

western river steamboat, 392 ; Wilson-Squire legislation 

Homan, M. L., disc., western river steamboat 

_Hurton, F. R., Classification catalogue for an engineering library, 422; 
presents portrait of John Ericsson, 27; disc., drop-press, 39; forge- 
shop design 

Hydraulic dynamometer, J. D, HOFFMAN......... 


Indicators, effect of piping on 


Jaconus, D. 8., Haperimental method of determining the effective centre of 
the light emitted from a standard photometric burner, 212; disc., throt- 
tling calorimeter, exp, witb........ 


KaFer, J. C., disc., oil extraction 

Keep, W. J., Zransverse strength of cast iron 

Kent, WM., The efficiency of a steam boiler—what is it ? 645; disc., classifica- 
tion catalogue for an engineering library, 446 ; coal or oil as fuel, 317 ; 
damper regulation in oil firing, 315 ; determining moisture in coal, 608 ; 
effective centre of light from photometric burner, 216 ; experiments on 


INDEX. 761 
PAGE 
96 
141 
117 
41 
| 
644 
151 
281 
111 
598 
412 
695 
469 
205 - 
117 
743 
817 
471 
859 
892 
226 
471 
162 
298 
674 


762 INDEX. 


friction of screws, 109; experiments with automatic mechanical stokers, 
591; forge-shop design, 238 ; oil extraction, 297 ; power to drive disk- 
fans, 734; proportions of high-speed engines, 135; reliability of 
throttling calorimeters, 193; retarders in fire tubes of steam boilers, 
466 ; self-cooling condenser, 642; structural steel-fly-wheels, 417 ; tests 
of steam boilers with different kinds of coal, 288; throttling calo- 
rimeter, exp. with, 162 ; transverse strength of cast i iron, 694; western — 
river steamboat. . 

KETTELL, C. W., Method of determining strength of pump aiheiees 

Krnzaty, J. H., isc., determining moisture in coal, 603; power to drive 
disk-fans, 734; retarders in fire tubes of steam boilers. 

Krnespury, ALBERT, Hxperiments on the friction of screws, 96 ; disc., coal 
or oil as fuel, 318 ; proportions of high-speed engines, 132 ; reliability 
of throttling 


LANGLOTZ, CHARLES, disc., Oil extraction : 

Levan, W. B., disc., forge-shop design, 232 ; throttling calorimeter 
Library catalogue system 

Lies, J. W., JR., disc., tests De Laval steam sashlon 

Long pipe-comnections for indicators 


-Mackinney, W. C., memorial notice of 

MAGRUDER, W. T., invites Society to convene at. Nashville. 

Marn, C. T., disc., water power of Caratunk Falls 

MANNING, CHARLES H., disc., coal or oil as fuel 

McBRIDE, JAMES, disc., oil extraction 

McELRoy, SAMUEL, Water power of Varatunk Falls, Kennebec River, Maine 

Means adopted for saving fuel in a large oil refinery, CHARLES E. EMERY.. 

Mechanical stokers 

Meter, E. D., disc., efficiency of a steam boiler, 656-669 ; new form of 
steam .calorimeter, 619;. self-cooling condenser, 643; Wilson-Squire 
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Method of determining strength of putmp cylinders 

Modern drop-press, C. E. BILLINGS 

Moisture in coal 

Morray, THomas E., Structural steel fly-wheels.......... 


NaGtg, A. F., disc., a hydraulic dynamometer 

Nason, C. W., disc., a hydraulicdynamometer, 484 ; coal or oil as fuel, 819 ; 
determining moisture in coal ; 

NEWCcOMB, CHARLEs L., disc., friction of screws, 110; oil extraction 

New form of steam calorimeter, R. C. CARPENTER 

Nuts, friction of 


Parsons, H..DE B., disc., effect of temperature on wrought iron and steel, 
209 ; saving fuel in an oil refinery 
Parson’s turbine............ 
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Puasonr, E. H., Some experiments withthe trotting calorimeter 

Photometric burner, exp. with . 

Pike, WILLIAM A., memorial notice of 

Porter, H. F. J., Hollow steel forgings 

Pratt, N. W., memorial notice of 

Proceedings New York meeting, 
«St. Louis meeting, 1896 

Proportions of high-speed engines, JoHN H. BARR............ ovetuéweceds 

Pump cylinders, strength of 

Pumps, consumption of steam in .... 


Rayna, A. H., presents copy of Ericsson’s History of his Inventions, 29 ; 
dise., coal or oil as fuel, 320; oil extraction 

Recording device for testing machines, G. W. BissELL 

Reheating of steam 

Reliability of ‘‘ throttling calorimeters,” James E. DENTON .. 

Retarders in fire tubes of boilers, J: M. WuITHAM 

Rockwoop, G. I., disc., exp. with automatic mechanical stokers, 592 ; loca- 
tion of engine condenser, 787; oil extraction, 807 ; reliability of throt- 
tling calorimeters, 194; retarders in fire tubes of steam boilers, 467 ; 
superheated steam, 556 ; tests De Laval steam turbine, 95; throttling 
calorimeter, exp. with, 171 ; western river steamboat. 

RoELKER, H. B., disc., oil extraction 


SANGSTER, WILLIAM, disc., clamp fits, 730 ; power to drive disk-fans 
Saving fuel in a large oil bi 


- SCHEFFLER, F. A., disc., saving fuel in an oil refinery 


SCHUMANN, FRAancts, disc., friction of screws, 111; proportions of high- 
speed engines 

ScHuy Ler, L. L., presents drawing of Robert Fulton 

Screws, friction of 

Self-cooling condenser, L. R. ALBERGER 

Smita, A. H., memorial notice of. . 


SNELL, Heyry I., disc., forge-shop design 
Some data relating to forge-shop design, P. M. CHAMBERLAIN 
Some experiments with the throttling calorimeter, A. A. GOUBERT and E. H. 
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Spring tables, G. R. HENDERSON 
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Steamboat of western rivers 

Steam boiler efficiency 


turbine 


763 
PAGE 
151 
212 
741 

859 
745 
3 
825 
117 
372 
a 145 
76 
509 
175 

5 20 
450 
892 
296 
732 
149 
134 
25 
96 
625 
747 

SMITH, OBERLIN, disc., friction of screws, 112; proportions of high-speed 
226 

172 
840 
67 
886 
645 
237 
81 


764 INDEX. 


. PAGE 
Stokers, automatic mechanical ................... 
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Superheated steam, R. H. THURSTON. ........ 488 


Supues, H. H., disc., a hydraulic dynamometer, 484; classification cata- 
logue for an engineering library, 445; determining moisture in coal, 
604 ; effect of fire on machinery, 736 ; forge-shop design, 231 ; genera- 
tion and transmission of water-power, 54; photometric burner, 218; 
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Tests of steam boilers with different kinds of coal.................200000- 237 
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Throttling calorimeters, reliability of 175 
TuHursTon, R. H., Superheated steam, 488; disc., friction of screws, 106; 

Topical discussions and interchange of data ....... 293 

TowL, F. M., disc., coal or oil as fuel, 317; damper regulation in oil firing. 316 
Transverse strength of cast tron, W. J. KEEP. 674 
Turbines, construction ‘46 
WALLACE, CARLISLE, disc., retarders in fire tubes of steam boilers........ 467 
Warner, W. R., disc., effect of fire on machinery...............e0.e0005 736 . 
Water power.—Its generation and transmission, SAMUEL WEBBER........ 41 
Water power of Caratunk Falls, Kennebec, Me., SamUEL McCELROY........ 58 
WEBBER, SAMUEL, Water power.—Its generation and transmission........ 41 

_ Wet, C. L., disc., forge-shop design, 230; proportions of high-speed engines 137 
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WHEELER, F. MERIAM, disc., oil antennae 802 ; saving fuel in an oil 

WHITEHEAD, GzorcE, disc., friction of 110 
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